AMENDMENT NO. 1 NOVEMBER 2012 
TO 


IS 2002 : 2009 STEEL PLATE FOR PRESSURE VESSEL 
FOR INTERMEDIATE AND HIGH TEMPERATURE 
SERVICE INCLUDING BOILERS 


(Third Revision) 
(Page 3, clause 9.3) — Substitute the following for the existing clause: 
“9.3 Rolling Mass 
Permissible upper deviation from the theoretical mass shall comply to Table 2. 


Whereas, the permissible lower deviation shall be calculated based on the 
negative tolerance on the thickness as per 9.1.’ 
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